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E.O. 11652: N/A 

TAGS: AORG, OCON, IAEA, TECH 

SUBJECT: IAEA SYMPOSIUM ON DESIGN OF AND EQUIPMENT FOR HOT 
LABORATORIES, OTANIEMI, FINLAND, AUGUST 2-6, 1976 

1 . AGENCY HAS RECEIVED FOUR ABSTRACTS FROM U.S. IN 
CONNECTION WITH SUBJECT MEETING AND INQUIRES WHETHER 
ANY MORE WILL BE FORTHCOMING. PAPER SELECTION 
COMMITTEE SCHEDULED TO MEET DURING WEEK OF MARCH 

1. 1976. 
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